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The attached photograph of a drawing cf the 25,000 kilowatt steam turbine^ f 
to be installed at the Klingenberg power plant in East Berlin is forwarded 
to you for retentibn. j £ 

The turbine is being designed at the Projections-una KonstruktionsbtSro 
ftSr Energiewirtschaft, Berlin-Wilhelmsruh, and will be constructed by**® 

WB Bergmann Elektrizitfttswerk, formerly Bergmann-Borsig. 
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